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MODEL: Al 500 SU, AMERSHAM CORP.
MODEL: Al 520, AMERSHAM CORP.

MODEL: C-1, SOURCE PRODUCTION &
EQUIPMENT CO., INC.

MODEL: C-10, AMERSHAM CORP.

MODEL: CENTURY S & SA, CENTURY
UNIVERSAL S & SA,

MODEL: CI-20WC-2 & CI-20WC-2A,
CINTICHEM, INC.

MODEL: CNS 1-13C, CHEM-NUCLEAR
SYSTEMS, INC.

MODEL: CNS 1-13G, CHEM-NUCLEAR
SYSTEMS, INC.

MODEL: CNS 21-300, CHEM-NUCLEAR
SYSTEMS, INC.

MODEL: CNS 3-55, CHEM-NUCLEAR
SYSTEMS, INC.

MODEL: GAMMACELL 220, NORDION
INTERNATIONAL, INC.

MODEL: GE-100, GENERAL ELECTRIC CO.
MODEL: GE-8500, ENERGY, DEPT. OF

MODEL: HN-100 SERIES 3, ET AL,
SCIENTIFIC ECOLOGY

MODEL: HUSMAN IRRADIATOR,
AGRICULTURE, DEPT. OF

MODEL: IF-300, NUCLEAR PACKAGING, INC.

MODEL: LCG-25A, -B, -C, SENTINEL-25A, -
B.ET AL,

MODEL: MCC, WESTINGHOUSE ELECTRIC
CORP.

MODEL: NAC-LWT, NUCLEAR ASSURANCE
CORP.

MODEL: NATICK IRRADIATOR,
AGRICULTURE, DEPT. OF

MODEL: NCI-21PF-1, NUCLEAR
CONTAINERS, INC.

MODEL: NFS-URANYL NIT., NUCLEAR FUEL
SERVICES, INC.

MODEL: NLI-1/2, NUCLEAR ASSURANCE
CORP.

MODEL: NUPAC 14/190H, L & M, LN-14-
170H, L&M, NUPAC

MODEL: R-1, ENERGY, DEPT. OF

MODEL: RA-2, RA-3, GENERAL ELECTRIC
CO.

MODEL: RCC, RCC-1, RCC-2, RCC-3 & RCC-
4, WESTINGHOUSE

MODEL: S3G CBDCA, ENERGY, DEPT. OF

MODEL: SENTINEL 1S, TELEDYNE ENERGY
SYSTEMS
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MODEL: TN-8, TN-8L, TRANSNUCLEAR, INC.

MODEL URIPS-8A & URIPS-8B, NAVY,
DEPT. OF

NAVY, DEPT. OF

NORTH CAROLINA STATE UNIV., RALEIGH,
NC

NORTHEASTERN RESEARCH & TESTING,
INC.

NORTHERN INSPECTION SERVICES, INC.
OMAHA PUBLIC POWER DISTRICT

PARKER INDUSTRIAL X-RAY LABORATORY
CORP.

PENNSYLVANIA STATE UNIV.
PHILADELPHIA ELECTRIC CO.

POWER AUTHORITY OF THE STATE OF
NEW YORK

POWER PIPING CO.

ROCHESTER GAS & ELECTRIC CORP.

SCIENTIFIC MEASUREMENT SYSTEMS, INC.

SHAFER VALVE CO.

STONE & WEBSTER ENGINEERING CORP.

UNION ELECTRIC CO.

VIRGINIA ELECTRIC & POWER CO.

VIRGINIA POLYTECHNIC INSTITUTE &
STATE UNIV.

WASHINGTON PUBLIC POWER SUPPLY
SYSTEM

WISCONSIN ELECTRIC POWER CO.

Licensing of Independent Spent Fuel
Storage - Docket 72

CAROLINA POWER & LIGHT CO., 50-261

CAROLINA POWER & LIGHT CO., 50-324 &
50-325

DUKE POWER CO., 50-269, 50-270 & 50-287

MODEL: CASTOR V/21, GENERAL NUCLEAR
SYSTEMS, INC.

MODEL: CONSTAR, B&W FUEL CO.

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR
ASSOCIATES

NORTHERN STATES POWER CO., 50-282 &
50-306

PUBLIC SERVICE CO. OF COLORADO, 50-
267

VIRGINIA ELECTRIC & POWER CO., 50-280
& 50-281

UNKNOWN
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xix6717-B, AMERSHAM CORP.
